FY2003 to FY2022 TOTALS FOR WATER CONSERVATION PROJECTS 


Number of Approved EE E E eects E A E Estimated Water Cumulative Water 
Projects ii š Savings (MGY) Savings (MGY) 


Fiscal Year 


171.00 171.00 


